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1. INTRODUCTION 

The development of multi-service mobile wireless communication systems have attracted 
commercial interest, particularly in the context of combining global positioning systems (GPS). This 
development has led to an ever-increasing demand for various wireless systems and devices which are 
compact in size and energy efficient. Filters are critical components in a wide range of electrical systems. 
These filters are devices that filter, eliminate, or separate signals in distinct frequency ranges. They can be 
passive or active. Planar filters are made up of metallized lines that act as resonators and have a length 
proportional to the wavelength of the operating frequency [1]-[10]. Band pass filter (BPF) is an important 
component in microwave circuits. Recently, there has been a surge of interest in planar BPFs because of their 
ease of fabrication [11]-[15]. Researchers are now up against a serious difficulty in developing bandpass 
filters with high matching levels, low insertion losses, small sizes, and ease of manufacture. 

Single-mode resonators are commonly used in traditional microstrip BPF. Dual-mode resonators 
have lately become popular in microwave and radio frequency (RF) wireless communication applications due 
to their high performance and low loss characteristics [16]-[20]. A dual-mode bandpass filter of a given order 
requires half as many resonators as a typical configuration due to its double resonant nature [1]. The dual- 
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mode standard for planar resonators is noteworthy, and it has been the focus of extensive research for almost 
four decades [2]. 


2. RESEARCH METHOD 

The relatively large dimension of planar filters has a considerable impact on their wide application. 
The widely used dual-mode resonators can be used to make small planar filters. Figure 1 shows the two- 
dimensional (2D) symmetry of a microstrip dual-mode resonator: 
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Figure 1. Some microstrip dual-mode resonators [2] 


Many RF/microwave filters have been constructed by using dual-mode resonators. The fact that 
each dual-mode resonator can be utilized as a double tuned resonant circuit reduces the number of resonators 
required for an n-degree filter by half. This results in a compact filter configuration which is a key 
characteristic and advantage of these types of resonators [21]-[26]. This filter operates as the shunt-resonator 
whose design is described by (1)-(3) [2]: 
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where go, g1 . . . Zn are the element of a ladder-type lowpass prototype with a normalized cutoff Q.=1, the 


Jj,j+1 are the characteristic admittances of J-inverters and Yo is the characteristic admittance of the microstrip 
line and is the fractional bandwidth (FBW) [2]. 


3. DESIGN PROCEDURE 

The performance evaluation served as the foundation for this paper. The proposed BPF's 
configuration is shown in Figure 2, the design approach starts with the creation of a double resonator 
microstrip BPF with two resonators having slots. Two electromagnetic solvers were used to simulate the 
proposed filter. One is based on the moments method, while the other is based on Finite Integration. The 
proposed filter is engraved on a low-cost RO4000 substrate. The dimensions of the upgraded and reduced 
filter are shown in Table 1. The suggested BPF shows a passband from 1.55 GHz to 1.72 GHz. The size of 
the proposed BPF is 33.6x44.24 mm? which is miniature in comparison with conventional microstrip filters. 

A parametric examination into the impact of crucial side length's' has revealed the impact of gap 
width on the BPF in terms of electrical properties. After this parametric study we have conducted many series 
of optimization based on random method in order to obtain the fixed goal. Table 2 summarizes the results 
obtained. Figure 3 illustrates the variation outcome of transmission coefficient S21 filter responses with 
respect to different ‘s’ values, we can remark that the decrease in ‘s’ value permits to adjust the bandwidth at 
the GPS band which corresponds to s=0.15 mm. 
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Figure 2. The proposed structure of the microstrip bandpass filter 


Table 1. Summary of the dimensions of the proposed bandpass filter 
Variable Value (mm) 


a 33.6 
b 3 

c 26.75 
d 2.63 
e 21.55 
s 0.15 


Table 2. The different values of the parameter ‘s’ 
Variable Value (mm) 


Sı 0.45 
S2 0.30 
S3 0.15 
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Figure 3. S-parameters of the bandpass filter versus the value of ‘s’ 


4. RESULTS AND DISCUSSION 

Figure 4 shows the proposed filter's final response versus frequency in terms of input reflection 
coefficient (S11) and insertion loss (S21). The simulation findings show a good pass band from 1.55 to 1.72 
GHz, as well as high return and insertion losses, implying excellent transmission quality in this frequency 
range. To ensure that the simulation findings are accurate, by using moments method, we both did the same 
research by using another electromagnetic solver using finite integration technique (FIT) which is 3D design. 
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For the second solver we have taken into account the dimensions of the ground plane in comparaison with the 
first solver where the ground plane is infinite. The whole circuitwere simulated taking a high meshing 
density. The three-dimensional (3D) view of the proposed filter is shown in Figure 5. As seen in Figure 6, the 


two solvers are in good agreement, with a little difference due to the fact that both electromagnetic solvers 
employ different numerical approaches. 
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Figure 4. S-parameters of the bandpass filter versus frequency 


Figure 5. Three-dimensional view of the proposed filter 
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Figure 6. Comparison of the results obtained through the two electromagnetic solvers 
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The proposed bandpass filter is compared to previous works published in the literature. Table 3 
demonstrates that the proposed circuit has a area of 33.6x40 mm° and outstanding electrical performance 
bandwidth. Compared to other works included in the Table 3, the proposed bandpass filter is miniature and 
compact. 


Table 3. Performance comparison with published studies 
Parameters/Ref Pass Band (GHz) Size (mm^) 


[16] [1.2-1.75] 1616.24 
[17] [1.1-1.7] 1800 
This Work [1.55-1.72] 1385.66 


The surface current distributions at frequencies of 1 GHz and 1.6 GHz are presented in Figure 7 
which confirm the behavior of the suggested BPF. It's evident that the surface current distributions at these 
two frequencies aren't the same. When the first resonant frequency is at 1 GHz, most of the surface current is 
concentrated on the left part of the supply line Figure 7(a) where the signal is attenuated and dosen’t reach 
the port 2. As indicated in Figure 7(b), the surface current distribution becomes more concentrated along the 
filter at 1.6 GHz and permitting the RF signal to pass from port! to port 2. 


(a) (b) 


Figure 7. Current distributions of the proposed filter at (a) at 1 GHz and (b) at 1.6 GHz 


5. CONCLUSION 

This study presents and discusses a new filter topology that allows for the creation of a small band- 
pass filter for GPS applications. When compared to typical bandpass filter topologies, the proposed filter is a 
new construction with a small dimension. Also the final proposed circuit has good insertion loss and return 
loss performances. Two electromagnetic simulators were used to analyze the frequency response of the 
proposed circuit which permit to validate the final circuit. As perspectives we propose to associate 
metamaterials with the proposed BPF circuit in order to enhance the performances and to make it agile in 
term of frequency band we propose to integrate with this filter structure active components like varactor 
diodes permitting to tune and to make the frequency band reconfigurable. 
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